APPENDIX

Chemicals

This appendix lists some common laboratory chemicals that react vio-
lently with water and that should always be stored and handled so that
they do not come into contact with liquid water or water vapor. They
are prohibited from landfill disposal, even in a lab pack, because of the
characteristic of reactivity. Procedures for decomposing laboratory
quantities are given in Chapter 6, with the pertinent section given in
parentheses.

Alkali metals (III.D)

Alkali metal hydrides (III.C.2)

Alkali metal amides (III.C.7)

Metal alkyls, such as lithium alkyls and aluminum alky Is (IV. A)

Grignard reagents (IV.A)

Halides of nonmetals, such as BC13, BF3, PC13, PC15, SiCl4, S2C12

(III.F)

Inorganic acid halides, such as POC13, SOC12, SO2C12 (III.F)
Anhydrous metal halides, such as A1C13, TiCl4, ZrCl4, SnCl4 (IILE)
Phosphorus pentoxide (III.I)
Calcium carbide (IV.E)
Organic acid halides and anhydrides of low molecular weight (II.J)

259